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CENTER  GROVE 
EVANGELICAL  LUTHERAN  CHURCH 
Organized  1876 
Present  building   relocated   and   built    1950.  Cannon 
Blvd.,  Kannapolis,  N.  C. 
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Pub.  by  Earl  Graham,  Kannapolis,  N.  C. 
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